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Canadian Representative at COIISKC Conference 


1* The Direotor, «sa, hae informed me that he 
has no objection to the C anadian representative 

J observing the engineering 

ana operational phases in the forthoorting U.S.-U.K* 
COMS&C conference when the following equipments are 
under consideration: 


APuaM 

AFciAK 


AftiAM 
AFt«A m 

JU&Att 

AFbAl! 

AF3A1I 

AJTdAK 

AFoAil 

ATiiAX 

AFSAX 


7 

47 

47B 

36 

D17 

499 

9 

15 

DS04 

D8C6 

D808 

300 

D503 


PL 86-36/50 USC 3605 


2* The equipments listed above are the extent 
of U.S. disclosures to Canada to data, and the 
Direotor , K3A, does not feel It proper to extend 
release of information concerning other equipments 
to Canada through | ~ 


3* Hr. F. Friedman, Chatman of the Ujs* 
Delegation to the conference, has baan informed of 
the above. 
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B. PULLING 
Colonel, U3AF 

Senior U.s. Liaison Officer 
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